DOCKETED ITEMS     103

-9106060241 Insp Repts 50-369/91-11  & 50-370/91-11 on 910416-0515. Violations
noted.Major    areas    inspectedplant    operations,    safety    verification.surveillance
testing.maint activities & review of mid-loop operations & licensee self-assessment.
VANDOORN.P.K., COOPER.T.A., BELISLE.G.A. Region 2 (Post 820201). 91/05/23.
7p. 58002:223-58002:229.

9106040170 Forwards Rev 43,dtd 910529,to physical security plan, including conditions
under which CAS/SAS operator may assume duties of security shift supervisor.Rev
withheld (ret 10CFR73.21).

TUCKER.H.B. Duke Power Co. 91 /05/29. Document Control Branch (Document Con-
trol Desk). 2pp. 57999:296-57999:297.

9106040173 Forwards Rev 6,dtd 910529,to safeguards contingency plan, including cor-
porate mgt & station security organization changes.Rev withheld (ref 10CFR73.21).
TUCKER.H.B. Duke Power Co. 91 /05/29. Document Control Branch (Document Con-
trol Desk). 2pp. 57999:298-57999:299.

9106120138 Forwards public version of revised EPIPs.incIuding rev4 to Compliance
Manual Section 13.2 & Rev 22 to Station Directive 3.8.1.

TUCKMAN.M.S. Duke Power Co. 91/05/30. Document Control Branch (Document
Control Desk). 3pp. 58042:240-58042:279.

-9106120147 Public version of revised EPIPs.incIuding rev 4 to Compliance Manual
Section 13.2 & rev 22 to Station Directive 3.8.1.

*  Duke Power Co. 91/05/30. 45pp. 58042:243-58042:279.

9106070311 Forwards corrected insertion instructions & list of effective pages to Rev 43
to physical security plan dtd 9l0529.Encls withheld.

TUCKMAN.M.S. Duke Power Co. 91/06/04. Document Control Branch (Document
Control Desk). 2pp. 58039:146-58039:147.

9106240244 Forwards Rev 3 to Crisis Mgt Plant Implementing Procedure EDA-1, "Pro-
cedure for Estimating Food Chain Doses Under Postulated Post-Accident Conditions"
& Rev 8 to EDA-3, "Offsite Dose Projections for McGuire Nuclear Station."
TUCKMAN.M.S. Duke Power Co. 91/06/17. Document Control Branch (Document
Control Desk). 3p. 58210:158-58210:200.

-9106240334 Rev 3 to EDA-1, "Procedure for Estimating Food Chain Doses Under
Post-Accident Conditions."
HARRIS.R.E. Duke Power Co. 91/06/10. 12pp. 58210:161-58210:172.

-9106240343 Rev 8 to EDA-3, "Offsite Dose Projections for McGuire Nuclear Station."
HARRIS.R.E. Duke Power Co. 91/06/06. 30pp. 58210:173-58210:200.

P. Operating license stage documents & correspondence

9106030038 Forwards revised response to Condition 4 re boron dilution recriticality
times of SER for Topical Rept BAW-10173.

TUCKMAN.M.S. Duke Power Co. 91/05/15. Document Control Branch (Document
Control Desk). 20pp. 57915:283-57915:302.

9106110302 Forwards Amends 119 & 101 to Licenses NPF-9 & NPF-17, respectively &
safety evaluation.Amends responds to Generic Ltr 89-01 by relocating radiological ef-
fluent Tech Specs to respective sections of Chapter 16 of FSAR.
REED.T.A. Project Directorate II-3. 91 /05/22. TUCKMAN.M.S. Duke Power Co. 4pp.
58096:167-58096:213.

-9106110336 Amends 119 & 101 to Licenses NPF-9 & NPF-17,respectively, responding
to Generic Ltr 89-01 by relocating radiological effluent Tech Specs to respective sec-
tions of Chapter 16 of FSAR.
MATTHEWS.D.B. Project Directorate II-3. 91/05/22. 40pp. 58096:171-58096:210.

-9106110341 Safety evaluation supporting Amends 119 & 101 to Licenses NPF-9 &
NPF-17,respectively.

*   Office of Nuclear Reactor Regulation,  Director (Post 870411).  91/05/22. 3pp.
58096:211-58096:213.

9106050101 Notification of 910530 meeting w/util in Clover.SC to discuss status of vari-
ous licensing activities & safety initiatives at plants.

MARTIN.R. Project Directorate II-3. 91/05/23. MATTHEWS.D.B. Project Directorate II-
3. 4pp. 57931:073-57931:076.

9106100062 Forwards safety evaluation re Topical Rept BAW-l0174,Rev 1, mark-BW
reload LOCA analysis for Catawba & McGuire Units & "Final Review of LOCA Analy-
ses for Duke Power Co Catawba & McGuire Units W/B&W Fuel Co Reload Fuel
BAW-10174,Rev1."

MARTIN.R.E. Project Directorate II-3. 91/05/28. TUCKMAN.M.S. Duke Power Co.
4pp. 58011:001-58011:054.

-9106100072 Safety evaluation re Topical Rept BAW-10174,Rev 1 mark-BW reload
LOCA analysis for Catawba & McGuire Units.Duke Power Co.Catawba Nuclear Station
& McGuire Nuclear Station.

*   Office of Nuclear Reactor Regulation.  Director (Post 870411).  91/05/28. 5pp.
58011:006-58011:010.

-9106100077 "Final Review of LOCA Analysis for Duke Power Co.Catawba & McGuire
Units W/B&W Fuel Co Reload Fuel BAW-10174,Rev 1."

FINEMAN.C.P. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FINEMAN.C.P. Idaho National
Engineering Laboratory. FIN D-6039. 91/05/31. NRC - No Detailed Affiliation Given.
44pp. 58011:011-58011:054.

9106110133 Forwards proprietary response to request for addl info re topical rept DPC-
NE-3001.Response withheld.

TUCKMAN.M.S. Duke Power Co. 91/06/03. Document Control Branch (Document
Control Desk). 2pp. 58095:137-58095:138.

9106110413 Discusses details re recent problems that plant experienced w/moveable
incore detector sys for McGuire Unit 1 & plans for resolving these problems both in
short & long-term.

TUCKER.H.B. Duke Power Co. 91 /06/03. Document Control Branch (Document Con-
trol Desk). 12pp. 58096:228-58096:239.

9106190427 Forwards SE accepting main steam break in containments for facilities.
MARTIN.R.E. Project Directorate II-3. 91/06/10. TUCKMAN.M.S. Duke Power Co.
4pp. 58159:352-58159:359.

-9106190432 SE accepting main steam line break in containments for facilities.

*   Office of Nuclear Reactor Regulation,  Director (Post 870411). 91/06/10. 4pp.
58159:356-58159:359.

9106210186 Forwards amends 120 & 102 to licenses NPF-9 & NPF-17, respectively &
safety evaluation.Amends revise Tech Specs 3/4.6.5.1 re ice condenser containment
sys to reduce ice weight maintained in ice baskets.

REED.T.A. Project Directorate II-3. 91/06/12. TUCKMAN.M.S. Duke Power Co. 4pp.
58195:021-58195:036.

-9106210192 Amends 120 & 102 to licenses NPF-9 & NPF-17,respectively. Amends
revise Tech Spec 3/4.6.5.1 re ice condenser containment sys to reduce ice weight
required to be maintained in ice condenser ice baskets.

MATTHEWS.D.B. Office of Nuclear Reactor Regulation, Director (Post 870411). 91 /
06/12. 9pp. 58195:023-58195:033.

-9106210196 Safety evaluation supporting amends 120 & 102 to licenses NPF-9 &
NPF-17,respectively.

*   Office of Nuclear Reactor Regulation,  Director (Post 870411). 91/06/12. 3pp.
58195:034-58195:036.

9106270276 Requests NRR assistance in interpreting requirements for containment
penetration local leak rate as-found testing. Regulatory basis for as-found Type B & C
testing encl.

MILLER.H.J. Region 3 (Post 820201). 91/06/20. ZWOLINSKI.J.A. Assistant Director
for Region III Reactors (Post 901216). 5pp. 58268:253-58268:266.

-8908100152 Discusses NRR 871029 denial of util 870901 assertion that NRC posi-
tions    on   two    10CFR50,App   J    items   constituted   backfits   as   defined   by
10CFR50.109.Results of review of NRR denial & util 880620 appeal encl.
MURLEYJ.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/
27. TUCKER.H.B. Duke Power Co. 9pp. 58268:258-58268:266.

Q. Inspection reports, IE Bulletins & correspondence

9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated
by Associated Piping & Engineering." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15.
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262.

9106060238 Forwards Insp Repts 50-369/91-11 & 50-370/91-11 on 910416-0515 &
notice of violation.Concerns raised re ineffective corrective actions which led to prob-
lem being repeated 6 times over 2-yr period.

REYES.LA. Region 2 (Post 820201). 91/05/24. TUCKMAN.M.S. Duke Power Co.
4pp. 58002:217-58002:229.

-9106060240 Notice of violation from insp on 910416-0515.Violation re failure to notify
security prior to removing standby shutdown facility from operable status & failure to
mark control room drawings in red until updates implemented.
REYES.LA. Region 2 (Post 820201). 91/05/24. 2pp. 58002:221-58002:222.

-9106060241 Insp Repts 50-369/91-11  & 50-370/91-11  on 910416-0515. Violations
noted.Major    areas    inspected:plant    operations,    safety    verification.surveillance
testing.maint activities & review of mid-loop operations & licensee self-assessment.
VANDOORN.P.K., COOPER.T.A., BELISLE.G.A. Region 2 (Post 820201). 91/05/23.
7p. 58002:223-58002:229.

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises

6  Emergencies." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087.

9106100207 Discusses thermal stresses in piping connected to RCS during monitoring
of safety injection line temp in response to NRC Bulletin 88-008.
TUCKMAN.M.S. Duke Power Co. 91/05/31. Document Control Branch (Document
Control Desk). 2pp. 58052:076-58052:077.

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of
Emergency Diesel Generator Malfunctions. " Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172.

9106270007 Ack receipt of 910521 response to violation noted in insp repts 50-369/91-

07 & 50-370/91-07.

HERDT.A.R., BELISLE.G.A. Region 2 (Post 820201). 91/06/04. TUCKMAN.M.S. Duke
Power Co. 3pp. 58222:106-58222:108.

9106040339 NRC Info Notice 91-036. "Nuclear Plant Staff Working Hours." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244.

9106270015 Forwards insp repts 50-369/91-12 & 50-370/91-12 on 910506- 10.No vio-
lations or deviations noted.

JULIAN.C.A. Region 2 (Post 820201). 91/06/12. TUCKMAN.M.S. Duke Power Co.
3pp. 58222:210-58222:218.

-9106270019 Insp repts 50-369/91-12 & 50-370/91-12 on 910506-IO.No violations or
deviations noted.Major areas inspected:plant maint - main flange bolt replacement &
retensioning of bolts & review of radiographic film for ASME code welds.
COLEY.J.L,   BLAKE,JJ.   Region   2   (Post   820201).   91/05/28.   6pp.   58222:213-
58222:218.

R, Periodic operating reports & related correspondence

9106210138 Monthly operating repts for May 1991 for McGuire Nuclear Station.W/
910614ltr.

WILLIAMS.R.A., MOSER.S.W., TUCKMAN.M.S.  Duke Power Co. 91/05/31.  11pp.
58203:317-58203:327.910429-0503.No violations
